2229—MILLS LAKE (ELEV. 10,000 FT.)# 
GLACIER GORGE, 

ROCKY MOUNTAIN NATIONAL PARK, 
COLORADO 

Mills Lake is reached by trail leading off 
from the one to Lock Vale. From its waters 
are vistas of Glacier Gorge and the back of 
Longs Peak, Pagoda, Chiefs Head, etc. 
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